According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Fiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NUMBER 

47-R-0002 

2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

Creighton University 

lACUC OFFICE, RESEARCH & COMPLIANCE 

CRISS 1, OFFICE 131 2500 CALIFORNIA PLAZA 

OMAHA, NE 68178 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D- Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

0 

2 

0 

2 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

342 

0 

342 

8. Rabbits 

0 

0 

10 

0 

10 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

1 

18 

0 

19 

12. Other Farm Animals 












13. Other Animals 

19 

62 

98 

0 

160 




















ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



APHIS FORM 7023 
JUL 2013 



According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Fiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. REGISTRATION NUMBER 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

47-R-0004 




2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

University of Nebraska - Lincoin 

303 CANFIELD ADMINISTRATION BLDG. 



LINCOLN, NE 68588 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

0 

4 

0 

4 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

2 

10 

0 

12 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 












13. Other Animals 

0 

106 

0 

0 

106 




















ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



APHIS FORM 7023 
JUL 2013 



According to the Paperwork Reduction Act of 1 995, an agency may not conduct or sponsor, and a person is not required to respond to, a coilection of information 
uniess it displays a valid 0MB controi number. The valid 0MB control number for this information coliection is 0579-0036. The time required to compiete this information 
coiiection is estimated to average 2 hours per response, inciuding the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the coiiection of information. 


0MB APPROVED 

0579-0036 


This report is required by iaw (7 U.S.C. 2143). Faiiure to report according to the reguiations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 


Interagency Report Controi 
NO.0180-DOA-AN 


Fiscal Year 2013 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL 
REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NUMBER 

47-R-0004 


2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as registered 
with USDA, include ZiP Code) 

University of Nebraska - Lincoln 

303 CANFIELD ADMINISTRATION BLDG. 

LINCOLN, NE 68588 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this fo~ 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animais 
upon which 
teaching, research, 
experiments, 
or tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain 
or distress to the 
animals and for 
which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E- Number of animals upon which teaching, 
experiments, research, surgery, or tests 
were conducted involving accompanying 
pain or distress to the animals and for 
which the use of appropriate anesthetic, 
analgesic, or tranquilizing drugs would have 
adversely affected the procedures, results, 
or interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress 
on these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

DEER MICE 

0 

72 

0 

0 

72 

BAT 

0 

14 

0 

0 

14 

EIELD MICE 

0 

13 

0 

0 

13 

SHREWS 

0 

7 

0 

0 

7 




























































































ASSURANCE STATEMENTS 


1 . ) Professionally acceptable standards governing the care, treatment, and use of animais, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4. ) The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 

use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

[Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Officiai (i.O.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 

DATE SIGNED 

20-NOV-2013 



APHIS FORM 7023A 
AUG 2013 



According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Eiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. REGISTRATION NUMBER 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

47-R-0009 




2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Father Flanagans Boys Flome 

555 NORTH 30TH STREET 



OMAHA, NE 68131 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 












13. Other Animals 

























ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



JUL 2013 



According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Fiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. REGISTRATION NUMBER 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

47-R-0017 




2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Nebraska College of Technical Agriculture 

404 EAST 7TH 



CURTIS, NE 69025 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

0 

5 

0 

5 

5. Cats 

0 

0 

9 

0 

9 

6. Guinea Pigs 

0 

0 

4 

0 

4 

7. Hamsters 

0 

0 

5 

0 

5 

8. Rabbits 

0 

0 

3 

0 

3 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

7 

0 

7 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

61 

0 

61 







13. Other Animals 

0 

0 

6 

0 

6 




















ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



APHIS FORM 7023 
JUL 2013 



According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Eiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. REGISTRATION NUMBER 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

47-R-0018 




2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

University of Nebraska Medicai Center 

985810 NEBRASKA MEDICAL CENTER 



OMAHA, NE 68198 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

375 

335 

257 

0 

592 

8. Rabbits 

17 

0 

124 

21 

145 

9. Non-human Primates 

0 

0 

55 

0 

55 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

1 

0 

83 

0 

83 

12. Other Farm Animals 












13. Other Animals 

























ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



JUL 2013 



According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Fiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. REGISTRATION NUMBER 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

47-R-0021 




2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

University of Nebraska- Omaha 

6001 DODGE ST, 529 ALLWINE HALL 



OMAHA, NE 68182 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

45 

0 

0 

45 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 












13. Other Animals 

0 

780 

0 

0 

780 




















ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



APHIS FORM 7023 
JUL 2013 



According to the Paperwork Reduction Act of 1 995, an agency may not conduct or sponsor, and a person is not required to respond to, a coilection of information 
uniess it displays a valid 0MB controi number. The valid 0MB control number for this information coliection is 0579-0036. The time required to compiete this information 
coiiection is estimated to average 2 hours per response, inciuding the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the coiiection of information. 


0MB APPROVED 

0579-0036 


This report is required by iaw (7 U.S.C. 2143). Faiiure to report according to the reguiations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 


Interagency Report Controi 
NO.0180-DOA-AN 


Fiscal Year 2013 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL 
REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NUMBER 

47-R-0021 


2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as registered 
with USDA, include ZiP Code) 

University of Nebraska- Omaha 
6001 DODGE ST, 529 ALLWINE HALL 

OMAHA, NE 68182 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this fo~ 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animais 
upon which 
teaching, research, 
experiments, 
or tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain 
or distress to the 
animals and for 
which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E- Number of animals upon which teaching, 
experiments, research, surgery, or tests 
were conducted involving accompanying 
pain or distress to the animals and for 
which the use of appropriate anesthetic, 
analgesic, or tranquilizing drugs would have 
adversely affected the procedures, results, 
or interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress 
on these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

GERBIL 

0 

150 

0 

0 

150 

BATS - WILD 

0 

36 

0 

0 

36 

RODENTS- WILD 

0 

594 

0 

0 

594 


































































































ASSURANCE STATEMENTS 


1 . ) Professionally acceptable standards governing the care, treatment, and use of animais, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4. ) The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 

use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

[Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Officiai (i.O.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 

DATE SIGNED 

03-DEC-2013 



APHIS FORM 7023A 
AUG 2013 



According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Fiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. REGISTRATION NUMBER 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

47-R-0022 




2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Northeast Community College 

801 EAST BENJAMIN AVENUE 



NORFOLK, NE 68701 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

0 

49 

0 

49 

5. Cats 

0 

0 

43 

0 

43 

6. Guinea Pigs 

0 

4 

0 

0 

4 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

4 

0 

0 

4 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

10 

0 

0 

10 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 












13. Other Animals 

























ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



JUL 2013 



According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Fiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. REGISTRATION NUMBER 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

47-R-0030 




2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Ximerex Inc. 

439 EAST GRANT STREET 



BLAIR, NE 68008 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

49 

0 

49 

12. Other Farm Animals 












13. Other Animals 

























ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



JUL 2013 



According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Fiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. REGISTRATION NUMBER 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

47-R-0031 




2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Central States Research Centre Inc. 

1290 Ctv Rd M 



OAKLAND, NE 68045 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 












13. Other Animals 

0 

0 

451 

0 

451 




















ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



APHIS FORM 7023 
JUL 2013 



According to the Paperwork Reduction Act of 1 995, an agency may not conduct or sponsor, and a person is not required to respond to, a coilection of information 
uniess it displays a valid 0MB controi number. The valid 0MB control number for this information coliection is 0579-0036. The time required to compiete this information 
coiiection is estimated to average 2 hours per response, inciuding the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the coiiection of information. 


0MB APPROVED 

0579-0036 


This report is required by iaw (7 U.S.C. 2143). Faiiure to report according to the reguiations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 


Interagency Report Controi 
NO.0180-DOA-AN 


Fiscal Year 2013 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL 
REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NUMBER 

47-R-0031 


2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as registered 
with USDA, include ZiP Code) 

Central States Research Centre Inc. 

1290 Ctv Rd M 


OAKLAND, NE 68045 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this fo~ 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

C. 

Number of animais 
upon which 
teaching, research, 
experiments, 
or tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain 
or distress to the 
animals and for 
which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E- Number of animals upon which teaching, 
experiments, research, surgery, or tests 
were conducted involving accompanying 
pain or distress to the animals and for 
which the use of appropriate anesthetic, 
analgesic, or tranquilizing drugs would have 
adversely affected the procedures, results, 
or interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress 
on these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

GERBILS 

0 

0 

451 

0 

451 














































































































ASSURANCE STATEMENTS 


1 . ) Professionally acceptable standards governing the care, treatment, and use of animais, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4. ) The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 

use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

[Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Officiai (i.O.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 

DATE SIGNED 

06-NOV-2013 



APHIS FORM 7023A 
AUG 2013 



According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Eiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. REGISTRATION NUMBER 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

47-R-0032 




2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Benchmark Biolabs Inc. 

421 WEST INDUSTRIAL LAKE DRIVE 



LINCOLN, NE 68528 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 












13. Other Animals 

























ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



APHIS FORM 7023 
JUL 2013 



According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Fiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. REGISTRATION NUMBER 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

47-R-0034 




2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Natura Pet Products, Inc. 

2779 Rademakers Way 



FREMONT, NE 68025 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

28 

0 

0 

28 

5. Cats 

0 

24 

0 

0 

24 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 












13. Other Animals 

























ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



JUL 2013 



According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Fiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. REGISTRATION NUMBER 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

47-R-0035 




2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Antelope Valley Bios Inc. 

540 W. Industrial Lake Dr., Suite 4 



LINCOLN, NE 68528 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 












13. Other Animals 

























ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



JUL 2013 



According to the Paperwork Reduction Act of 1995, an agency may not conduct or sponsor, and a person is not required to respond to, a collection of information unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. The time required to complete this information 
collection is estimated to average 2 hours per response, including the time for reviewing instructions, searching existing data sources, gathering and maintaining the data 
needed, and completing and reviewing the collection of information. 

0MB APPROVED 
0579-0036 

Exp.: 10/31/2018 

This report is required by law (7 U.S.C. 2143). Failure to report according to the regulations can result in an order to cease and desist 
and to be subject to penalties as provided for in Section 2150. 

Interagency Report Control 

No. 0180-DOA-AN 

Eiscal Year 2013 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. REGISTRATION NUMBER 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

47-V-0001 




2. HEADQUARTERS RESEARCH FACILITY (Name, address, and telephone number as 
registered with USDA, include ZIP Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Omaha VAMC (636/151) 

4101 WOOLWORTH AVENUE 



OMAHA, NE 68105 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional sheets, if 
necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets, if necessary, or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfare Regulations 

B. 

Number of animals 
being bred, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

c. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, 
analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquiiizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress on 
these animals and the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 
OF ANIMALS 

(Cols. C + D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

2 

0 

2 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

78 

0 

78 

12. Other Farm Animals 












13. Other Animals 

























ASSURANCE STATEMENTS 


1. ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, and following 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2. ) Each principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4.) 


The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer (C.E.O.) or Legaiiy Responsibie institutionai Official (1.0.)) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



JUL 2013 



Attachment 


2013 Annual Report Exceptions to the Act 

47-R-0018 


2 pigs had food withheld for 48 hours to ensure an empty gastrointestinal tract for non- 
survival gastrointestinal surgical procedures. These animals were offered Gatorade during 
this pre-operative period. This exception was reviewed and approved by the UNMC/UNO 
lACUC prior to performing the procedures. 


27 NHP's were single housed for diagnostic testing during a quarantine period and/or for 
scientific reasons set forth in the research protocol. Once the quarantine period was 
completed, 13 animals were placed into group housing. These exceptions were reviewed 
and approved by the UNMC/UNO lACUC prior to single housing. 


Column E Explanations 

Registration Number: 47-R-0018 


Species: Rabbit 
Number: 4 

4 rabbits experienced sudden death without prior clinical signs due to peracute septic bacterial 
endocarditis as a result of the approved protocol and analgesics or other drugs could not be 
administered. 


Species: Rabbit 
Number: 17 

17 rabbits had a miniature subcutaneous osmotic minipump inserted through a skin incision, 
approximately 1.0 cm in length, with the anesthesia regimen that included skin incision site 
infiltration with lidocaine HCL, and parenteral ketamine and xylazine. These animals did not 
receive additional post-operative analgesics. Although the procedure is classified as a minor 
surgery, it is possible that these animals may have experienced more than momentary pain or 
distress. 


/ 


Amendment to Column E Explanations 


fVS' / 


The initial report on the 2013 Annual USDA Report, indicated “17 rabbits had a miniature 
subcutaneous osmotic minipump inserted through a skin incision, approximately 1.0 cm in 
length, with the anesthesia regimen that included skin incision site infiltration with lidocaine 
HCL, and parenteral ketamine and xylazine. Although the procedure is classified as a minor 
surgery, it is possible that these animals may have experienced more than momentary pain or 
distress." 

Clarification - While the 17 rabbits did not demonstrate any observable clinical signs of pain or 
distress following this minor procedure, the institution decided to report them under Category 
E on the 2013 Annual Report because VMO inspectors cited UNIVC with a non-compliant lACUC 
protocol item (NCI) during the August 12, 2013 unannounced inspection. This was based only 
on the possibility that they could have experienced unrelieved pain/discomfort/distress that 
was not observed. However, they did not show any observable signs of unrelieved 
pain/discomfort/distress. 

The NCI citation was for 17 rabbits that underwent the osmotic minipump procedure because 
those animals did not receive one dose of buprenorphine, following parenteral ketamine and 
xylazine general anesthesia, and skin incision site infiltration with lidocaine hydrochloride at the 
time of the minipump implant. The citation, on the inspection report, was listed under 2.31 (c) 
(7)-"significant changes were made to protocol 97-032 without the approval of the lACUC." 

The approved protocol indicated that "For all other minor surgical procedures, buprenorphine 
will be given prior to recovery from anesthesia 1 time unless the animal shows signs of needing 
more analgesics...." The investigator's staff failed to administer the one dose of buprenorphine, 
following general anesthesia and lidocaine infiltration for these rabbits and thus the 
investigator's staff did not follow the approved protocol. 

Following the USDA inspection, the 2011 and 2012 reports were amended to also include 
rabbits that underwent the mini-pump procedure to be categorized as Category E animals since 
there was a possibility that those animals could have experienced unrelieved pain/distress even 
though signs of pain, discomfort and/or distress were not observed. 

Following the August 2013 USDA inspection, immediate action was taken to correct the cited 
non-compliance. Since the corrective action was completed by the institution, all rabbits 
undergoing this minor procedure have received the additional lACUC approved 3 tier post- 
operative analgesia regimen, i.e., buprenorphine in addition to local anesthetic infiltration o 
the skin incision site and parenteral ketamine/xylazine general anesthesia. 


